Mr. Carr confirmed that Mr. Gravely's crew was working
on roof support, starting at the danger board and working
towards the face and the fall area.  Roof headers were
installed at the danger board and work proceeded towards
the face to support the top.  He later learned that Mr. Gravely
had been discharged, and Mr. Gravely advised him he had been
fired because "we wouldn't go in behind and work on the top
and where he had run over the pump" (Tr. 21) .

On cross-examination, Mr. Carr stated that starting
work at the danger board and working toward the face supporting
the roof as they progressed was the normal and proper procedure
(Tr. 24) .  He explained the circumstances surrounding his
running over the pump (Tr. 27-30).

Bernard R. Campbell, Jr. , testified that he works on
the mine "hoot owl" shift, and that he knew Mr. Gravely
when he worked as a foreman.  Mr. Campbell stated that he
was on Mr. Gravely's shift in July 1982, working at the
posted danger board area installing roof supports at the
track entry. Mr. Gravely was supervising the work.  The
work began at the danger board and progressed inby, and no
one "coaxed" him to go any further than where they were
actually working (Tr. 34).

Mr. Campbell stated that during the time he worked for
Mr, Gravely he never asked him to do anything which would
violate the law. Mr. Campbell stated that while there was
no roof fall at the danger board area, the area at the cross-
cut inby that area "fell some" (Tr. 35).

In response to bench questions, Mr. Campbell stated
that there was no violation at the danger board area because
the roof was permanently supported there.  No MSHA inspectors
were present on the evening in question, and as far as he
knows the company was not cited for any loose roof violations
(Tr. 37).

Mr. Campbell stated that he is a UMWA safety committeeman,
was aware of the danger board situation, and that no one
complained about the roof being loose, when asked if he knew
what this case was about, he responded as follows (Tr. 38-39) :

JUDGE KOUTRAS:  Do you know what this case
is all about?

THE WITNESS:  Not exactly.

JUDGE KOUTRAS:  Do you know what .Mr. Gravely
is complaining about?
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